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Message Text 


E.O. 11652: N/A 
TAGS: TBIO, AS 

SUB J : REQUEST FOR PERMISSION TO IMPORT BLOOD SAMPLE INTO U.S. 

1 . DR. G.N. BRODIE, DEPARTMENT OF ONCOLOGY, PRINCE HENRY'S 
HOSPITAL, MELBOURNE, HAS REQUESTED EMBASSY'S ASSISTANCE IN 
DETERMINING WHAT PERMITS ARE REQUIRED FOR HIM TO TAKE A SAMPLE 
OF BLOOD PLASMA TO THE U.S. 


2. BLOOD SAMPLE CONTAINS RARE COAGULATING PROPERTIES AND WILL 
BE GIVEN TO DR. PHILLIP W. MAJERUS, PROFESSOR MADICINE AND 
DIRECTOR, DEPARTMENT OF HEMATOLOGY, WASHINGTON UNIVERSITY 
SCHOOL OF MEDICINE, ST. LOUIS, FOR RESEARCH PURPOSES. 

3. DR. BRODIE WILL ARRIVE LOS ANGELES MARCH 29 VIA PAN AM'S 
SP DIRECT FLIGHT FROM AUSTRALIA AND PROCEED DIRECTLY TO 
ST. LOUIS. 


4. PLEASE ADVISE ASAP WHETHER THERE ARE ANY RESTRICTIONS 
ON DR BRODIE TAKING THIS BLOOD PLASMA SAMPLE TO U.S. 
ALSTON 


UNCLASSIFIED 
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